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HARYANA GOVERNMENT 
URBAN LOCAL BODIES DEPARTMENT 

Notification 
The 20th September, 2018 


No. 14 /79 /2018 - 4C -I. - Whereas, the regulation of the services of operation and maintenance of any 
work /assets are defined in the Haryana PWD Code, notified vide Haryana Government memo no . 9 / 16 /05 -3 B & R ( W ), 
dated 19th October, 2009 (applicable with effect from 1st November, 2009), wherein the duties and responsibilities 
are assigned to various level of officers of the Urban Local Bodies Department to execute /maintain the engineering 
works following broadly the provisions of the Haryana PWD Specifications etc . 

Now , the Governor of Haryana with effect from 1st November , 2009 hereby designates the Chief Engineer in 
case of Municipal Corporation or in his absence other senior most Engineer , Executive Officer in case ofMunicipal 
Council and Secretaries in case of Municipal Committee as the head of the Office/Department for regulating the 
operation and maintenance of work / assets within his jurisdiction as well as in the context and application of various 
Acts and Rules, regulations , bye - laws framed under the Acts or any instructions including Water (Prevention and 
Control of Pollution ) Act, 1974 (Central Act 6 of 1974 ) and further specifies the following terms namely : 

(i ) “ Chief Engineer in case of Municipal Corporation or in his absence other senior most 
Engineer/ Executive Officer /Secretary ” shall mean as officer in - charge of the municipality as defined in The Haryana 
Municipal Act, 1973 and The Haryana Municipal Corporation Act, 1994 . 

( ii ) “ Work / Assets ” shall mean structure or installation such as tube- well , water works, drinking water 
treatment plant, pumping station , pipe line and appurtenance , sewage treatment plant, sewerage system , strom water 
drain , strom pumping station , solid waste disposal and treatment plant for providing public services . 


ANAND M . SHARAN , 
Principal Secretary to Government Haryana , 

Urban Local Bodies Department. 
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